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The Kodak Versamat film processor, model 75, 
uses standard or reversal chemical systems to process 
computer-output microfilm from 16mm to 105mm. The 
new unit, announced at the 1971 Spring Joint Computer 
Conference, was developed to fulfill the processing 
requirements of those using the Kodak Versaform camera. 
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